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Heavy-Duty Power Tools 


for Woodworking, Metalworking, Construction & Maintenance 


AEG Power Tool Corporation is an American manu- 
facturer of heavy-duty portable power tools, backed by 
the 80-year experience of our parent organization, 
AEG-Telefunken. The advanced design and construc- 
tion features of AEG tools start with their high endur- 
ance electric motors. From the invention of the three- 
phase motor by AEG-Telefunken in 1889, our talents 
in motor engineering have constantly expanded. To- 
day, AEG-Telefunken makes millions of electric motors 
worldwide per year, in 23,500 variations. The reason 
for such popularity is quality; quality for performance 
and quality for safety. 


QUALITY FOR PERFORMANCE 


These are some of the outstanding AEG performance 
features: 


Permanently lubricated ball bearings accommodate 
armature speeds of 25,000-30,000 rpm and give ex- 
tended trouble-free service with no user maintenance. 


Welded commutators withstand high temperatures and 
protect the armatures from temporary overloads. 


Self-disconnecting brushes. Motor brushes disconnect 
automatically when they need replacing, avoiding com- 
mutator damage. 


Heat-resistant armature windings. AEG armatures and 
stators are wound with double-coated copper wires, 
tested at high voltage, then impregnated with epoxy 
resins to insure consistent stability under overload 
conditions. 


A_ modern innovation of 
AEG research engineers is 
the electronic speed con- 
trol, or “torque computer’, 
featured on many AEG 
tools. An ingenious thyristor “brain’’ constantly moni- 
tors motor speed and adjusts the power supply to 
maintain a preset speed with constant torque. Once 
the operator selects the optimum speed for an appli- 
cation, he can count on the tool to deliver the chosen 
speed with full power. This revolutionary development 
assures efficient tool operation with a minimum of 
strain. 
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Every aspect of AEG power tool design 
includes provisions for operator con- 
venience as well as top performance. 
Look at the rugged motor housings for 
our high performance motors of sizes 
over 400 Watts input. They are both high in strength, 
with a cast aluminum ribcage embedded in fiberglass- 
reinforced nylon, and light in weight, contributing to 
overall handling and operating ease. This motor hous- 
ing construction is the most advanced system avail- 
able, providing rigidity for high motor speeds as well 
as safety through double insulation. 


QUALITY FOR SAFETY 


Double insulation systems. All AEG power tools with- 
out exception offer the safety of double-insulated con- 
struction. Besides their insulated motor housings, AEG 
tools have a special armature shaft insulation which 
separates all “live” electrical parts of the motor from 
metal parts of the gear box and other mechanical 
components. 


The double insulation system prevents electrical leak- 
age from leaving the inside of the tool, should it occur. 
The user is protected from a potentially dangerous 
situation, since he cannot touch any metal parts that 
might be electrically charged due to internal motor 
malfunctions. 


CERTIFIED TO MEET ALL SAFETY 


REQUIREMENTS FOR POWER TOOLS 


AEG power tool approvals. All AEG power tools are 
designed to meet the mechanical and electrical stand- 
ards of OSHA; Underwriters’ Laboratories, Inc.; and 
Canadian Standards Association. 


200 production checkpoints. Holding an AEG power 
tool in your hand, you should know it has passed 
through approximately 200 quality control checks. 
Every individual manufacturing process ends with an 
inspection of dimensions, hardness, tolerances, etc. 


4000-Volt electrical test. To assure the safe function- 
ing of electrical components and double insulation 
systems, high voltage tests are conducted on all elec- 
trical parts and assembled tools. The final production 
step for every tool without exception is a 60-minute 
run-in, followed by a complete functional test of all 
components. 


Only after successful completion of these electrical 
and operating tests do we attach the AEG nameplate. 
This safety program is rigorously followed, to provide 
you with only safe, high performance, quality products. 
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Tools 


In the new, complete line of AEG professional’ quality 
woodworking tools, you will see many examples of 
AEG engineering excellence, representing the finest 
in tool design, endurance and safety features: Among 
the quality points of all AEG woodworking tools are 


Model CS 725 v4 


AEG’s most popular 
circular saw. 


on oOo an fF OO NH 


All ball and needle bearing construction. 

High temperature wire insulation and welded 
commutator leads for burnout protection. 
Hardened steel helical gears provide maximum 
power transmission, long life, smooth operation. 
Special brushes reduce commutator wear, pro- 
vide valuable armature protection. 

Pivot bracket design minimizes blade exposure 
above shoe. 

Heavy-duty wraparound shoe is rigidly mounted 
for stability and safety. 

Built-in sawdust ejector directs dust and chips 
down and away from operator. 

High impact polycarbonate handle is insulated 
for safety and engineered for handling comfort. 


ball and. needle bearing construction, hardened and 
ground precision gears, and conveniently placed han- 
dles for easy control and balance. Take a closer look 
at this inside picture of an AEG circular saw, with all 
its examples of AEG quality for performance and safety. 


12 


13 


12 


Heavy-duty, double-pole trigger switch for AC/DC 
operation. 


Specially designed quadrant has a calibrated 
angle scale with positive locking knob for precise 
angle cuts. 


Lower safety guard retracts automatically at start 
of each cut, returns to closed position at end of 
cut. 

Removable motor end cap provides quick access 
to commutator and brushes; flat end permits safe 
placement of saw in vertical position for easy 
blade changes. - 
Front handle provides additional control for. dif- 
ficult cuts (not shown in cutaway). 


CS 650 6%” Circular Saw 


The all-round saw for production and remodeling work. 
A must for tradesmen handling problem materials. 


Rated Current at 115 V AC/DC ............ 10 Amps 
No-Load Speed 
Blade Diameter .. 


ASDON SIZE: sere acpors tae 5 cists diary HOS ecards asaspeimonrn 6 
Max. Depth of Cut: 
PRCCOO™ op erat Shs a Wiss ees eppndcn: egbtcse: usa Seaxiue diese 2%" 
POT EPs ssocotd es aqahe encicen iuaney stan tives éxagsyih chess “e208 15%” 
NII ste: iins x atnes mind x nail depen Wasabi Scnert: ote. wiansi 12 Ibs 


e Lightweight saw for multi-purpose applications 

e Ideal for cutting trim, composition boards, plywood, 
thin metals and plastics 

Powerful 10-Amp motor allows continuous use 

5800 rpm for safe and accurate work 


Woodworking 
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Standard Equipment: 
Rip guide 927-009-326 
Blade wrench 927-009-669 
One 44-tooth combination saw blade 


CS 725 7%” Circular Saw 


Our workhorse saw for carpenters and masonry con- 
oT who need dependable performance, job after 
job. 


Rated Current at 115 V AC/DC ............ 12 Amps 

No-Load Speed) s:sjcis sare 5 vias saves Sas 8 date dais 

Blade Diameter ...... 

PALDOR SIZ lays. Wrath Baia Sekisiasousia syssthd tenubg: eemra heave aiasens 

Max. Depth of Cut: 
BOP as cag- manmialanias- scans x syne’ vente, densa eeunon awn 


e More powerful 12-Amp motor and greater cutting 
depth — 2%." 
° oe also be used with carbide-tipped and abrasive 
jlades 
e Ideal for precise trim cutting with furnished, stand- 
ard rip guide 


Standard Equipment: 
Rip guide 927-009-326 
Blade wrench 927-009-669 
One 44-tooth combination saw blade 


CS 825 8%” Circular Saw 

AEG’s most powerful circular saw, with the extra ca- 
pacity to make it first choice of building, framing and 
roofing contractors. 


Rated Current at 115 V AC/DC ............ 13 Amps 
No-Load Speed 5800 RPM 
Blade Diameter « sssisvs sacs stises ssaiss 0% ovate oaiere we 8%" 
Arbor SIZO) ssa aa saps y mage ams Sees Tar « wate aaTeK 5" 
Max. Depth of Cut: 

WAUOO” «aver = sete ees Stale WR Bes ote devas weaye-d 2156" 

BAS” o-cvers aa 8 Seas S.ci0. oneie g adig -dlascty aera wanes oe 2%" 
WVBIGUG cscs scsi opsne spas Seeanse erane sg eae amu ate 13% Ibs. 


e Ideal for 45° cuts in framing lumber 

e High speed, 5800 rpm, for fast and clean cutting 

e Auxiliary handle allows two-handed control and 
safety 


Standard Equipment: 
Rip guide 927-009-326 
Blade wrench 927-008-669 
One 44-tooth combination saw blade 
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STSZ 350 Two-Speed Jig Saw 


A general purpose lightweight jig saw, recommended 
as standard equipment for home and industrial main- 
tenance. 

Rated Current at 115 VAC ............... 3.2 Amps 
ee Speed : 


Max. Cutting Angle ... 
WIG ses vsunss: tats: sisris. acmiary evans vietein: soqeere, aets-@ dha 

e Versatile two-speed operation 

e Heavy-duty shoe tilts 45° left and right 

e Top handle design for maximum control and safety 
e Powerful blower keeps line of cut clear 
° 
e 


Adjustable blade support roller 
Universal blade holder 


AEG Heavy-Duty Power 
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Standard Equipment: 
Two hex wrenches 
Assortment of five blades 


STSE 350 Electronic Variable-Speed Jig Saw 


A must for the construction trades, this jig saw has the 

capability to handle straight, curved and plunge cut- 

ting operations with ease and safety. 

Rated Current at 115 V AC 

No-Load Speed . 

STOO? PGNGUD, .<:<ccatns slnpaiss sisi dsgiga oMbusip' uses iayenese avaciaa %" 

Capacity: 
WM SSEOGU, 5 sasecs' s-enane iharates exo stpenede, Bae @ Seite spat atcauates 
Wi WOO jase & aise wrerais siere dieters vemsia sears  aiats wins 

Max. Cutting Angle .. ares 

Welght acs esis sive gatew sag octes cain HERS vee Fee i 

e Electronic control maintains preset speed with full 
torque 

e Selection of speeds allows optimum performance 
cutting various materials 

e Heavy-duty shoe tilts 45° left and right 

° cet shoe allows unobstructed view of cutting 
ine 

e Adjustable blade support roller 


| Standard Equipment: 
Two hex wrenches 
Assortment of five blades 


STSE 60 Electronic Variable-Speed Jig Saw 


Model STSE 60 is designed for the demanding needs 
of builders, contractors, cabinet makers and other 
professional users. It performs equally well on metals, 
plastics, composition materials and wood. 


Rated Current at 115 VAC ................ 5.5 Amps 
No-Load Speed ...............-.--. 300-3100 SPM 
Stroke: Length) soo cere scorers wiovers amie svwiene wade sina 2 see 1%" 
Capacity: 
If Steel wae sine gos vom ven ony wows KANG Hee eZ he” 
Te WOGE 5 ssaswis cans 5 onere seve’ s orale % BEG OTS ERS Se 23%" 
Max: Gutting ANGle + gaa 6.56 < stele dcssace sapere gene oecoe 45° 


WSU essere cosas e mapas atees scum sims eae « 5% Ibs. 

e Extra-powerful jig saw with metal gear box to with- 
stand tough jobs 

e Electronic speed control allows most efficient 
operation with no operator fatigue 

e Increased cutting capacity — up to 2%” in wood 

e Top handle design for operator convenience 

e Universal blade holder accepts most standard jig 
saw blades 


Standard Equipment: 


Two hex wrenches 
Assortment of five blades 


STPE 60 Electronic Jig Saw with 
Orbital Blade Action 


A twin to Model STSE 60, Model STPE 60 has the 
added benefit of orbital blade action for faster cutting. 
Rated Current at 115 VAC ................ 5.5 Amps 
No-Load Speed 2. cis cana cess oes oan 
Stroke LONG < vise css. sows cine e sinse eieces wees wieis 
Capacity: 
IT; ISEGGL. 25 sess. excites: assays suse setaois onuitony sxonies Sra eaes HK 
ID WUGOR rics scraps aque 3 ave avayeys: seerers- vemrew yaya A 
Max. Cutting Angle 
Orbital Positions ... 


e Orbital blade action gives fastest cutting, longest 
blade life 

e Electronic control maintains preset speed with full 
torque 

e Rugged all-aluminum gear box 

e Heavy-duty shoe tilts 45° left and right 


Woodworking 


Standard Equipment: 


Two hex wrenches 
Assortment of five blades 


RSK 540-2 Two-Speed Reciprocating Saw 


This fast-cutting utility saw is used by plumbers, elec- 
tricians, heating contractors and air conditioning 
specialists on a wide variety of steels, composition 
materials and wood. 

Rated Current at 115 V AC/DC ........... 4.4 Amps 
Stroke: Length, avs sais veer sisie.e aims vg BRED ddces & 5" 
No-Load Speed: 


de (Gb BSG 8 LOG BAG Fell Reta dcvoa someway aur 1500 SPM 
TL, iiss secns esis' as 2500 SPM 
WGTGIIEE iss-siers 9 cengs. ccna oneness stteniva, atten eranare eas 4 7 Ibs. 


e Two-speed versatility: 1500 RPM for cutting steel 
and other hard metals; 2500 RPM for wood and 
other soft materials 

Only three main moving parts for low maintenance 
Makes plunge cuts for fast rough-in work 

Air flow clears chips and dust 

Saw guide facilitates entry cuts 

Heavy-duty 25 ft. service cord 


~~ Standard Equipment: 
Heavy-duty steel carrying case 
Blade assortment 


VS 250 Heavy-Duty Orbital Sander 


Absolutely smooth, blemish-free surfaces are the hall- 
mark of this high-speed finishing sander, recom- 
mended for cabinet makers and furniture refinishers. 


Rated Current at 115 V AC ................ 3 Amps 
Orbiting Speed ..............., 24,000/ min. 
Padi Size: ssa siavers: sac - 4% x 8%" 
Paper Size ... 4¥%2 x11" 
Obbital DIAMEION sas <. dies scaii.s wisssin cores 0i9-0 8 ote aimee Ye" 
Height ... 7%" 
Weight 6% Ibs. 


e Counterweight gives smooth operation at high arma- 
ture speeds 

e Flush sanding on three sides 

e Rubber sanding plate conforms to contours 

° Low pad design for easy access in tight places 


Standard Equipment: 
Abrasive sheet assortment 
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VSS 250 Heavy-Duty Orbital Sander 
with Vacuum System 
With its dust collection system for clean operations, 


Model VSS 250 is the most popular of our 250 series 
sanders. 


Rated Current at 115 V AC ................ 3 Amps 
Orbiting: Speed as. waco ces sisse ssiens ¢ cate vine 24,000/ min. 
Pad Size .... 4¥%2" x 8%" 
Paper Size .. 


Orbit Diameter . 


*with brush ring 
e Vacuum system and detachable brush ring provide 
dust-free sanding in enclosed areas 
e Auxiliary handle and in-line grip provide maximum 
sander control and vibration-free operation 


Standard Equipment: 
Complete brush ring 931-242-471 
Complete dust bag 931-242-478 
Abrasive sheet assortment 


KES 15 15” Electric Chain Saw 


AEG offers the dependability of electric op- 
eration in this powerful chain saw. It serves 
the lumber industries and excavation con- 
tractors well, for logging and shoring. 


Rated Current at 115 VAC ................ 19 Amps 
No-Load Chain Speed ...............005 62 ft./sec. 
Chalint WIGK: «:iciscaus erin « vines oxime a eave wimeens siamese wens %" 
Bar Qn gen soos ccusans cores cam snatevs ates wiarere aire F aeis 8 oH 
Weight sits Katee AA PAN Gis x WRG Riek Fate WaT 


Powerful 2 hp electric motor starts instantly; is more 
reliable than gasoline models 

e Ecology-minded operation — low noise, no fumes 

e New adjustable hand guard protects operator; trig- 
ger guard prevents accidental starting 

e Wraparound handle for multi-position handling 

e Built-in automatic oiler with oil level indicator 

e 17” Bar and Chain Optional 


Standard Equipment: 
Special wrench 
Chain oil 
Round file 
Sharpening guide and gauge 


These heavy-duty hedge trimmers handle big trimming 
jobs safely for professional landscaping work in subur- 
ban areas, cemeteries, parks and utility installations. 


HES 50 20” Hedge Trimmer 


Rated Current at 115 VAC ............... 2.8 Amps 
No-Load Cutting Speed ................. 3200 SPM 
Cutting Capacity’ . ecco ese siese 2 see aawie s viene stance aie 5a" 
BSL GN Gt saic ten seri acres © mie phe ae mises Rates ae 20” 
Weigh ts Bue Snags sta Wyaxeite Wiese aLaiga, sherri, woke EAS 6% Ibs. 


e High-speed cutting action on both sides of blade 

e Double-action blades provide smoother action — no 
tearing or shredding 

e Safety clutch protects operator and motor 

e Twin safety switch system prevents accidental one- 
hand starting 


HES 65 26” Fiera tinea 


Rated Current at 115 V AC .............. 3.3 Amps 
No-Load Cutting Speed .................. 3200 SPM 
Cutting Capacity! sz wis cass. exes 5 opis wears pcas cuars ore 5" 
Bar Length .. 26” 
WIGHT (25 628% 4.25.4 00% 2.8% Sead talk 3 aA Zag 7 Ibs. 


e Extra-long 26” blade for level cutting on wi de ‘hedges 
e More powerful motor 
e Blade cover for operator safety and blade protection 
Standard Equipment for HES 50 and HES 65: 

Blade protector 
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Circular Saw Blades 4 


Chrome Vanadium Steel Blades for all AEG Models and 
most other makes of Portable and Stationary Power 
Saws. All blades have diamond-%”round Arbor Hole. 


Chisel-Tooth Combination 
Blade 

Teeth set for clearance 
flat ground 


Regular-Tooth Combination 
Blade 

Teeth set for clearance 
flat ground 


Planer Blade 
Hollow ground for clear- 
ance for smooth cuts 


Flooring Cut-Off Blade 
Flat ground with teeth 
set for clearance on 
mitre and cross grain 
cutting 


Plywood Blade 

Taper ground clearance 
for smooth cuts in ply- 
wood 


Carbide Tipped Blade 
Carbide tips are clear- 
ance ground for rapid 
easy cutting with or 
cross grain 


For fast cross and rip-cut- 
ting, for exterior plywood, 
construction timbers, temp- 
ered laminates, rough cut 
materials that normally 
tend to dull blades rapidly. 


For normal cross and rip- 
cutting of plywoods, lami- 
nates and other structural 
materials that are rough 
on blades, 


Hollow ground for smooth 
cutting in any direction. 
Ideal for interior wood- 
work, cabinet work, furni- 
ture, etc. Specially de- 
signed to make extremely 
smooth cuts. 


For flooring, reclaimed 
lumber, and opening crates 
where nails may be encount- 
ered. Also for aluminum, 
brass and copper tubing. 


For smooth, splinter-free 
cutting in plywood, veneers 
and laminates. Provides fine 
finish that requires little 

or no sanding. 


Heavy industrial tips for 
cutting tough material such 
as asbestos, formica, mason- 
ite, composition siding, 
roofing materials. 

Clearance ground. 30 to 40 
times life expectancy of 
regular blades. 


| 


927-009-701 
927-009-702 
927-009-703 


927-009-344 
927-009-343 
927-009-345 


927-009-704 
927-009-705 
927-009-706 


927-009-710 
927-009-711 
927-009-712 


927-009-707 
927-009-708 
927-009-709 


927-010-174 
927-009-713 


<2 
~ —N Rip Guide 927-009-326 
" Blade Wrench 927-009-669 
Carrying Case 927-009-378 “——— 
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Accessories 


Jig Saw Blades and Accessories 


AEG blades are designed to fit most popular jig and *° 
sabre saws using %” shank. 
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931-254-061 931-254-071 931-213-072 931-254-063 931-246-829 931-246-830 
Pack of 5 Pack of 5 Pack of 5 Pack of 5 Circle Cutting Rip Fence 
for Soft Wood for Hard Wood for Plexiglas for Metal Guide 


and Plywood 
Reciprocating Saw Blades with Universal #2” Shank 
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ERAL PURPOSE WOOD BLADES 
bon steel—heat treated for long life and top efficiency. 


h a 
Ree, 927-009-201 5 For general roughing in and nail-embedded wood. 

927-009-202 5 Flexible 12” blade for flush cutting . 
GENERAL PURPOSE ROUGHING BLADES 
Works fast on wood and embedded nails. 
Top tool steel quality, flame hardened teeth for long blade life, high efficiency. 
927-009-203 For all woods without embedded nails, “builders 
927-009-204 transite”, fiberboard, plaster and asphalt. 
927-009-205 For nail-embedded woods, asbestos, plywood, 
927-009-206 plaster. 

FOR METAL HEAVY-DUTY METAL CUTTING BLADES 
For fast cutting of metal and fiberglass. High speed steel construction. 
927-009-207 For ferrous metals %" thick or thicker; non-ferrous 
927-009-208 metals 4%” (11 Ga.) or thicker. 


927-009-209 For ferrous metals 2” (9 Ga.) to 4” thick, non- 
927-009-210 ferrous metals 342” (23 Ga.) to %” thick. Transite, 
bar stock, fiberglass, hard rubber, etc. 


927-009-211 For ferrous metals 4%” (11 Ga.) to 542” thick, non- 
927-009-212 ferrous metals 46” (16 Ga.) to %42” thick. 
927-009-213 For ferrous metals 342” (13 Ga.) to 4%” thick, non- 
927-009-214 ferrous metals 34” (18 Ga.) to Ye” thick. 
927-009-215 For ferrous metals ig” (16 Ga.) to 442” thick, non- 
ferrous metals 142” (20 Ga.) to 4” thick. 
METAL CONTOUR For cutting contours and circles in metal, Formica, plastic 
BLADES as well as composition materials. High speed steel quality. 
927-009-216 For ferrous metals 4%” (11 Ga.) to 42” thick, non- 
ferrous metals 46” (16 Ga.) to 342” thick. 
927-009-218 For ferrous metals less than 542” (9 Ga.) thick, non- 
ferrous metals less than 342” (13 Ga.) thick. 


HEAVY-DUTY METAL For cutting irregular contours in fiberglass, transite, fiberboard, 
CONTOUR BLADES metals. Heavy gauge high speed steel construction. 


ie. 927-009-217 10 For ferrous metals 542” (9 Ga.) to 4” thick, non- %" 
ferrous metals 342” (13 Ga.) to %” thick. 


Chain Saw 


Accessories AEG 


15” Chain Saw Bar for KES 15 931-249-296 Chain for 15” Bar 931-225-964 
17” Chain Saw Bar for KES 15 931-243-055 Chain for 17” Bar 931-243-056 
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AEG introduces ten superb new electric drills, all with 
the advanced technical and operating features you 
expect from AEG: ball and needle bearing construc- 
tion, hardened helical gears, industrial grade chuck, 
double pole trigger switch and locking button with in- 
stant release feature. The AEG drill family offers you 


Model BE 8R 
AEG’s most popular 
electric drill. 


1 Heavy-duty aluminum gear box for maximum strength. 
2 Hardened helical gears for smooth power transfer. 


3 High temperature wire insulation and welded com- 
mutator leads for burnout protection. 


4 Permanently lubricated ball bearings. 


5 Double pole switch with reversing feature and 
variable speed control for optimum drilling rate. 


6 New style fiberglass-reinforced motor housing with 
aluminum ribcage. 


7 Special armature shaft insulation. 
8 Self-disconnecting brushes. 


{URN 
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choices of single speed, dual speed and variable 
speed operation, as well as reversible drills and var- 
ious chuck capacities. Study the inside picture of an 
AEG drill below, with its further examples of AEG 
quality for performance and safety. 


BE 6 %”" Variable-Speed Drill 


A lightweight pistol grip drill designed for multiple 
uses in maintenance and assembly line work. 


Rated Current at 115 VAC ............... 2.4 Amps 
Nozkoad ‘Speed sic sosis « acs snares scars eevee ws 0-3000 RPM 
Gapacity: in Steel: oc 6 css cas oon + iss 205 006 a yee Ya" 
Max, Chuck Capaclty ino. oes s cen soles oan s vom dete 4" 
WSIGKE: ¢ gaz s ae suthe wabe say Gigi ameszt ig deste sips 3% Ibs. 


Heavy-duty construction 

New motor housing design 

Trigger speed control allows smooth hole-starting 
without center punch 

e Comfortable pistol grip handle 


Standard Equipment: 
4" industrial chuck with key 


BWZ 6A %” Two-Speed Right Angle Drill 


Handy for drilling assignments in cramped areas, 
Model BWZ 6A has the versatility and high performance 
desired by airframe, major appliance and metal furni- 
ture manufacturers. 


Rated Current at 115 V AC 
Max. Chuck Capacity 
Weight . 


Switch Speed, RPM Capacity 
Position | No-Load | Full-Load | in Steel, in. 


e Compact angle head designed for hard-to-reach 
areas 

e Two-speed versatility handles various materials 

e Comfortable pistol grip handle 


Standard Equipment: 


¥%" industrial chuck with key 


B 8A %” Single-Speed Drill 


This compact, single speed drill is designed for con- 
tinuous production use. 


Rated Current at 115 VAC ................ 3.8 Amps 
No-Load Speed 1700 RPM 


FullsLoad Speed: a sis u icc ese cons vee seas 800 RPM 
Capacity: 
Itt Steal wes < caw ase « %" 
In Wood . - 13%” 
Max. Chuck Capacity ¥%" 
NMOIGIIE case scsi i vicina archon enlist ese. Syeayn serv ke rn ak 4% Ibs. 


Lightweight, powerful 3.8 Amp motor, 
Heavy-duty motor design 

Superbly balanced for perfect control 
Comfortable pistol grip handle 
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Standard Equipment: 


¥e" industrial chuck with key 


Abe, Heavy-Duty Ped lors 
Ot. (477 
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BE 8R %” Variable-Speed Reversible Drill 


Two tools in one: variable-speed drill and reversible 


screwdriver, for a variety of drilling and fastening ap- 
plications. Every craftsman needs one! 
\ 
Rated Current at 115 VAC ............... 4 Amps v 
No-Load Speed ..............0ceeeeeee 0-1300 RPM \ 
Capacity: \ 
[hs Steel! «isac: aise sans scons weve wae eaeH ¥ %" a 
INfWO0d sais ons 2 aes see 5.268 eae Mas’ 13%" 
Max, ‘Chuck Gapacity 5 oo sie 5 cas wae Sees Sores fe 
Wolght! ss ¢ was sun = ang 284 4 558-6 Goad haa a mare oe 4% Ibs. 


e Extra-compact design for heavy-duty applications 
e Trigger speed control allows smooth hole-starting 
in stainless steel, curved surfaces and glazed ce- 
ramics without center punch 
e Fiberglass-reinforced motor housing with aluminum 
ribcage Standard Equipment: 
e Comfortable pistol grip handle ¥" industrial chuck with key 


BE 38R %” Variable-Speed Reversible Drill 


Our newest drill model, combining all the quality and 
performance features of Model BE 8R with an in- 
novative housing design. 


Rated Current at 115 VAC ................ 4 Amps 
No-Load Speed ........... cc cece eens 0-1300 RPM 
Capacity: 
IN'SHOC] oiscian esis naan aaie saaie dee cere ep 
In_ Wood 
Max. Chuck Capacity 
WISIGNt < aan creme Wop & aoe Bae oes Saas owes sce ss 
e Excellent performance-to-weight ratio 


e Shorter body for better maneuvering in tight 
quarters 

e Trigger speed control allows smooth hole-starting 
— rain ined pee 4 

e New style fiberglass-reinforced motor housing . “ 

e New pistol grip handle designed for “natural grip” Standard Equipment: 
comfort ¥e" industrial chuck with key 


B 2-420 %” Two-Speed Drill 


A two-speed heavyweight with outstanding operating 
characteristics, developed for the woodworking trade. 


Rated Current at 115 VAC ............... 3.8 Amps 
Max. (GRUGKI:CADGEIY; 6.0 axes x cccns:acamvs donne snmisw sayele 3" 
WOIQGAE socsve scare: acansis crane < cca araree aaraie aweens wieres 6 


Switch 
Position 


e Powerful 3.8 Amp motor 

e Mechanical gear selector for controlled torque at 
each speed * 

e Rugged handle design for less fatigue on contin- Standard Equipment: 
uous operations ¥e” industrial chuck with key 
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B 2E %” Two-Range Variable-Speed Drill 


Only drill of its kind! Model B 2E has a unique combi- 
nation of variable speed operation plus two mechani- 
cally selected speed ranges for better torque control. 
Rated Current at 115 V AC ................. 4 Amps 
Max. Chuck: Capacity =: s sas gan 5 a0 5 tS $056 Gaue ye" 


e Powerful 420 Watt motor 

e Two-range, variable-speed selection for top drilling 
efficiency 

e Trigger speed control allows smooth hole-starting 
without center punch 

e Mechanical gear selector efficiently controls torque 
in each speed range 


Standard Equipment: 
¥%" industrial chuck with key 


D 12R %” Single-Speed Reversible Drill 


A rugged single-speed drill that can really take it! 
Plumbers and electricians rely on this powerhouse 
from AEG. 


Rated Current at 115 V AC/DC .. .. 5 Amps 
No-Load ‘Speed x cans ans sun 2 ey DONS Hewes 450 RPM 
Capacity: 
NP SEGSU  scaas siscvun isons ipets aseuncs acaow x Jame ave Bd 
TA: WO OG 5 aioe x west werairare-svera w ras a atv Sen 1” 
Max. ‘Chuck Capaclty’ s sice sss siseis sive 3 saa ware oe Ya" 
WGIQKE sas.a mes cis 90s 3 aes 50s Eee ENTE Rats OE 7% \|bs. 


e Heavy-duty motor for continuous operation 

e Tapered spindle chuck assures positive drive for- 
ward and reverse 

e Three-position side handle and adjustable, remov- 
able ‘‘D” handle for most versatile operation 


Standard Equipment: 
Ye" industrial chuck with key 
Side handle 
“D” handle 


Bi6R %” Reversible Drill 


Massive and powerful, this heavy-duty %” drill is 
tailor-made for steel fabricators, job shops and main- 
tenance departments. 


Rated Current at 115 VAC ............... 6.2 Amps 
No=Load Speed ws: « jaw ¢ tis a sete ones SRE Wen 47 
Full-Load Speed 

Capacity in Steel 

Max; (CRUGK (CADACIEY: « ncause <xace 4 aneve svmie in erere «arse aye 56" 
WEIGH wis. x nese erase scniersvasens tie dean aincann enue. '© 2908 6 9 Ibs. 


e Powerful 6.2 Amp motor 

e Reversing action for versatility 

e Fully adjustable side handle for operator con- 
venience 

e “D” handle for maximum in-line control 


Standard Equipmeni: 


¥@" industrial chuck with key 
Side handle 


BST 707 


_ ; 


Drill 


Accessories 


Including Drill Stands, Ceiling Drill 
Press and Drill Chucks for Hammer Drills 


Drill Stands for Drills & Hammer Drills 
complete with depth gauge 


NSB IC, SBE 38, NSB 24, | 


BE 6, B 8A, 

BST 707 BE 8R, BE 38R, SB 4-500, SBZ 24, 2%, 
B 2-420, B 2E SB 2E-450, SB 2E-600 

BST 16 B 16R 2% 


Ceiling Drill Press for Drills & Hammer Drills 
complete with depth gauge 


NSB 24, SB 4-500, 
En oo SBZ 24, SB 2E-450, 
SB 2E-600 


1 5 Right Angle Drill Head 
1 WB 707R — Reversible right angle head for reversible 
Ee Ny drill models BE 8R_and BE 38R; non-reversible drill 
© models B 8A, B 2-420 and B 2E. 


Right Angle Drill Kit 


D 122RK — Kit includes 2” reversing drill, right angle 
drive, steel carrying case, wrench and chuck remover 
bar. Right angle drive attachment can be reversed to 
provide either high speed (675 RPM) for drilling small 
holes, or low speed (300 RPM) for large holes requiring 
greater torque. No-load speed without right angle drive 
attachment is 450 RPM. 


Drill Chucks for Drills & Hammer Drills 


927-010-034 BE 6, BWZ 6A, 


NBS 6 = : "% H"-24 


B 8A, BE 8R, BE 38R, NSB IC, SBE 38, 


927-010-035 |B 2-420, B 2E NSB 24 % 4-20 
SB 4-500, SBZ 24, : 
927-010-036 = SB 26-450, SB 2E-600 2 4°20 
927-010-037 D12R = y% taper 
Chuck Keys 
927-010-011 927-010-034 
927-010-016 927-010-035 
927-010-036 
927-010-017 peak sartannee 
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Hammer Drills 


The AEG squad of eight heavy-duty hammer drills 
comes to you from the people who practically invented 
hammer drilling. This line is unmatched for its variety 
of models, operating advantages and, of course, 
quality: There are single, multiple and variable-speed 
hammer drills, all offering a choice of hammer drilling 
or ‘‘drill only” action. All have a fully adjustable side 


Model NSB 24 
AEG’s most popular %2” hammer drill. 


1 Drop-forged hammer mechanism with unsurpassed 
wear resistance. 


2 “Hammer/drill” or “Drill only” selector sleeve for 
choice of operating modes. 


3 Rugged, two-speed metal gear box with hardened 
helical gears. 


4 High temperature wire insulation and welded com- 
mutator leads for burnout protection. 


5 Special armature shaft insulation completely isolates 
electrical components from gear box. 


6 Double pole trigger switch. 


7 Ball bearings are totally protected against dirt, per- 
manently lubricated, maintenance-free. 


8 New style fiberglass-reinforced motor housing. 


9 Self-disconnecting brushes prevent commutator 
damage. 
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handle and depth gauge, plus heat-treated, hardened 
helical gears and ball bearings which withstand con- 
tinuous punishment. Drop-forged percussion cams 


provide up to 46,000 blows a minute to bite effortlessly 
into concrete. Take a closer look at the cutaway below, 
with all its examples of AEG quality for performance 
and safety. 


Hammer Drills 


NSB 1C %e” Single-Speed Hammer Drill 


This lightweight hammer drill is perfect for small hole 
installations. Well-prepared drapery and carpet in- 
stallers have one with them on every job. 


Rated Current at 115 VAC ................ 3.2 Amps 
NG-LOAd SHGOd  o-s:scs wrseie cae ote @ rise w weaKs 3000 RPM 
Fulleboad Speed: s sss sais ssn svete ¥ ine o wears 1730 RPM 
Blows/Min. Under Loads ns seis cscs sires sivas o's 34,600 
Capacity: 
Ii CONCTORG «ccna cans vou p Ces 4 eee dee He” 
WE SSO sci se spt. oasis cases so ages ia: suse: ataene 
Max. Chuck Capacity 
VIE Sores shlbs snuis. 2 anene. snaps Wilde's, ceoys'sa bea a tee é 


e Compact and lightweight 
e Comfortable pistol grip handle 


Standard Equipment: 


¥e" industrial chuck with key 
Side handle 
Depth gauge 


SBE 38 %” Variable-Speed Hammer Drill 


Here is a new %” hammer drill with variable speed 
operation, specially developed for self-tapping con- 
crete screws. lt will become the most popular hammer 
drill for electricians and other building trades. 


Rated Current at 115 VAC ................. 4 Amps 
No-Load Speed ............0.. eee eee 0-1300 RPM 
Full-Load Speed jar. scsso-< srr 6 sons siacese stvas vo wee 0-800 RPM 
Blows/Min. Under Load ..............--0055 16,000 
Capacity: 

I} CONGCKCtS cc nas s oa see a Ges tees See Ye" 

WEY STOOL 6 s:cieis Suscns Seis sisiave eieveie Sajere sans %e" 
Max. Chuck Capacity ........... 2... cee eee e eee ¥" 


WGIGING “ snaza apsas-of vesus 9) svaectusoy wren le: desma gextenel asnten 4% Ibs. 
e Added power and variable speed feature facilitate 
accurate setting of self-tapping concrete screws i 
e Compact and lightweight design Standard Equipment: 
e Variable speed selection for starting holes in very ¥%e" industrial chuck with key 
hard surfaces, e.g. glazed tile Side handle 
Depth gauge 


NSB 24 %” Two-Speed Hammer Drill 


Best-suited hammer drill for all kinds of anchoring jobs 
in masonry, especially for the home improvement, 
cable TV and security installation markets. 


Rated Current at 115 VAC ............... 3.8 Amps 
Max. Chuck: Capaclhty: snics sce aacs 5 scee o crane siarein scoys ¥%" 
WIGIQIE os we acces soem w seve siamate axemecs Oe: w WaaTeit wiayt ¥ -Emy6 5% Ibs. 


e High concrete and steel drilling capacity 

e Compact pistol grip handle 

e Two speeds, mechanically shifted, for useful choice 
of torque and operating rate 


Standard Equipment: 


¥" industrial chuck with key 
Side handle 
Depth gauge 
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Hammer Drills 


SB 4-500 %” Four-Speed Hammer Drill 


The only four-speed hammer drill on the market; a 
versatile powerhouse for heavy-duty jobs in industry 
and construction. 


Rated Current at 115 VAC .............5.. 4.8 Amps 
CHUCK CAbaclty xcs ¢ eins sageik. a0 Saas erersey aie veins = yr 
ccs "asi SUR eee “Un at atiies@ Dayess Sagaaeual Sieiiooe 6% Ibs. 


Weight 


e Powerful 4.8 Amp, 500 Watt motor 

e Mechanical and electrical selector switches pro- 
vide right speed/torque combinations for varying 
uses 

e Excellent balance and pistol grip design 


<<. ca | 
_) for 


Standard Equipment: 
Y2" industrial chuck with key 
Side handle 
Depth gauge 


SBZ 24 %” Two-Speed Hammer Drill 


This is a high volume masonry anchor-setting tool, par- 
ticularly suited for electrical and plumbing contractors. 
Its “long reach” design makes it ideal for overhead 
installations. 

Rated Current at 115 V AC 
Chuck Capacity 


e Powerful 4.4 Amp motor 
e Comfortable ‘‘D” handle for continuous use 
e Versatile two-speed operation, mechanically shifted 


Standard Equipment: 


¥2" industrial chuck with key 
Side handle 
Depth gauge 


SBZ 35 1%” Two-Speed Hammer Drill 


An excellent all-round maintenance tool for concrete, 
wood and steel applications, Model SBZ°35 can also 
be used with percussion carbide core cutters up to 
3%" diameter. 

Rated Current at 115 V AC 
Chuck Capacity 


e AEG’s most powerful hammer drill — 7.6 Amp motor 

e Large %” chuck capacity takes solid carbide bits 
up to 1%” diameter 

e Versatile two-speed operation, mechanically shifted 

° acai “D” handle for maximum in-line con- 
tro 
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Standard Equipment: 
5" industrial chuck with key 
Side handle with extension 
Depth gauge 


Here is another AEG first — electronic hammer drills, 
representing the latest advancement in AEG leader- 
ship technology for high-speed hammer drilling. These 
tools are equipped with a thyristor solid state elec- 
tronic component that continuously senses the opera- 


Model SB 2E-600 


AEG’s most powerful 
electronic hammer drill. 


1 “Electronic Brain” constantly monitors drill speed 
and adjusts power supply according to the load to 
maintain preset speed with full torque. 


2 Seven-position electronic speed control dial permits 
selection of any drilling speed from 250 to 3700 RPM 
for maximum efficiency, fastest work. 


3 Mechanical speed selector on gear box gives choice 
of low or high torque ranges, expanding versatility 
of electronic speed control. 


4 Two-stage switch starts at 250 RPM for centering, 
then switches to preset, optimum drilling speed. 


5 Convenient speed selection table located on top of 
tool gives recommended settings for various ma- 
terials and drill diameters. First, mechanical speed 
selector is set at 1 or 2. Then, electronic dial on 
pistol grip is set at appropriate letter from A to G. 


Electronic 


Hammer Drills 


tional speed and automatically provides additional 


power as required to maintain the desired rpm. Once 
you set the speed you need to drill a given material, 
that speed is maintained without any further manual 
adjustment. 


DRILLS 


STEEL 


SB 2E-450 %” Electronic Hammer Drill 
SB 2E-600 %” Electronic Hammer Drill 


SB 2E-450 SB 2E-600 


Rated Current at115VAC... 4.4Amps  5.4Amps 
Capacity: 
In Concrete ............. 5" 4" 
Ne SSOCMS in -sseys-nvocen wars ns %" wr" 
Max. Chuck Capacity ....... Ye" Ya" 
WRI GRE esis exten acinar: aman 060 a6s 5% Ibs. 6% Ibs. 


Model SB 2E-450 


I 250 800 | 1100 650 13,000 

0 600 | 2000 | 3000 1750 35,000 
Model SB 2E-600 

I 250 900 | 1180 730 14,600 

a 780 | 2800 | 3700 2300 46,000 
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Standard Equipment: 
¥2" industrial chuck with key 
Side handle 
Depth gauge 


Hammer Drill 


Accessories 


See page 15 for Drill Stands, Ceiling Drill Press 
and Drill Chucks for Hammer Drills 


Taper Bits 


Carrying Case 


Steel carrying case with 
compartments for bits and accessories. 


| {GaSe Noval tame sane hi ES 
SBE 38, NSB 24, SB 4-500, SB 2 
SBZ 24 


Catalog No. | 


80 
200 
350 


Core Cutter Replacement Parts 


Center Pieces and Pilot Bits (Starter Bits) available 
for all sizes. 


The hard-working rotary hammers from AEG offer a 
unique combination of high efficiency, low cost op- 
eration, light weight and practically no job-site main- 
tenance. Specially designed hammer mechanisms 
provide longer tool and bit life. Every model has a 
special retainer lock for quick tool changes, a fully 
adjustable side handle and depth gauge. Models PH 


Model PH 350D 


AEG’s most popular 
electro-pneumatic 
rotary hammer. 


1 Special retainer lock provides quick tool changes. 
2 Permanently lubricated ball and needle bearings. 


3 Specially hardened helical gears for maximum 
torque transmission. 


4 Built-in Roto-Stop Mechanism provides hammer- 
only action for setting self-drilling anchors. 


5 Air-activated, free flight percussion body absorbs 
vibration and recoil. 


6 Outstanding safety clutch protects operator when 
bit is jammed. 


7 Grease packing eliminates job-site lubrication. 


8 High temperature wire insulation and welded com- 
mutator leads for burnout protection. 


9 Self-disconnecting brushes prevent commutator 
damage. 


10 Heavy-duty double pole switch. 


Pneumatic operating sequence. In cylinder (1), a 
piston (2) is driven by an eccentric (3). In front of this 
piston is a free-floating percussion body (4). Reverse 
motion of the piston (Fig. A) causes the percussion 
body to move towards the rear end of the cylinder. 
After the piston reverses direction (Fig. B), compressed 
air moves the percussion body forward to strike the 
drill bit (Fig. C). This action occurs 3000 times per 
minute under load. 
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Rotary Hammers 


200, PH 350 and PH 350D utilize an electro-pneumatic 
hammering system with very high impact intensity for 
drilling into extremely hard concrete. Each has an 
outstanding safety clutch and heat-treated alloy steel 
moving parts for greater strength and durability. Take 
a closer look inside the PH 350D, with all its examples 
of AEG quality for performance and safety. 
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Electro-Pneumatic 


Rotary Hammers 


PH 200 %” Electro-Pneumatic Hammer 


The newest model in AEG's popular line of electro- 
pneumatic rotary hammers, PH 200 is specifically 
designed for high volume anchor setting operations 
in very hard aggregate. 


Rated Current at 115 VAC .........0.....% 5.2 Amps 
Full-Load Speed ............--ee eee e eee 550 RPM 
Hammer Blows Under Load .............. 3050/min. 
Capacity: 

In COneCrete: x isss eiss sees 3 sini sare wore « 4" 


TR StOOL & aie siete ane a sities arene orereia one Ya" 


Length 

Weight 

e Adjustable locking collar for select n of rotary 
hammering or drilling only 

e Double lubricating system provides thorough lubri- 
cation for gear box and pneumatic compartment Standard Equipment: 

e In-line “D” handle for maximum control SidalGaKNInG Gass 

e Compact, lightweight design ideal for overhead use Side hone che depth gauge 


Ejector key 
PH 350 1%” Electro-Pneumatic Hammer 
Most powerful of our electro-pneumatic rotary ham- a 
mers, this versatile tool can be used for drilling, rotary 
hammering, chipping, chiseling and scaling. | ii tdita 
Rated Current at 115 VAC ................ 7.5 Amps | aut 
FulleLoad ‘Speed, isis snes. ss s sree sare. s.eeis 6 7 380 RPM iar! 
Hammer Blows Under Load .............. 3000/ min. 
Capacity in Concrete: 
WER SONG (BIS ac532 disks wisdis sons wae oe 1%" 
With Core Cutters ................. 3%" 
GIGET  sacarg. asanene. apaneim: ante: &paine ates a:/soane deaneye, Rene aie 16” 
WVSIGIE sce:isre siansce sascecse senye smemyn seg aurst' wieume au 13% Ibs 
e Powerful 7.5 Amp, 800 Watt motor 
e Concentrated, high impact intensity for larger diam- Ss 
eter bits and extremely hard aggregate ns WS) 
e Special spline shank percussion carbide bits pro- A Sing J 
vide longer bit life, increased drilling efficiency Standard Equipment: a y 


e Lightweight construction with integral “D” handle Steel A 
e Grease-packed for up to 150 hours’ operation, elim- roor cAllying Case. 
inating job-site lubrication ee gauge 


PH 350D 1%” Electro-Pneumatic Hammer 
with Roto-Stop Mechanism 


This twin of the PH 350 has an added Roto-Stop feature 
for setting self-drilling anchors up to 5%” diameter. 


Rated Current at 115 VAC ............... 7.5 Amps 

FUIPLOAG! SpeOd xs sseos anesore. dace «came srariin onnivig 380 RPM 

Hammer Blows Under Load .............. 3000/ min. 

Capacity in Concrete: 
With Solid Bits ............ ve sane 196" | 
With Core Cutters -. 3%" 

Length .. Eadk ens b aapa keepeeoertra ph inade- ark. 16” 

Weight 13% Ibs. 


e Same outstanding design, performance and low- 
maintenance features as PH 350, plus convenient 
Roto-Stop Mechanism 

e May also be used for chipping, chiseling, scaling 
and all other applications of PH 350 


Standard Equipment: 
Steel carrying case 
Side handle and depth gauge 
Rubber dust shields 
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Rotary Hammer 
Accessories 


Accessories for PH 200, PH 350 & PH 350D 
“A” Taper Bits for PH 200 


10” Carbide Bits, 
Spline Shank 


16” Carbide Bit, 
Spline Shank 


22” Carbide Bit, 
Spline Shank 


28” Carbide Bit, O 
Spline Shank 22%" 
x 4” 
Percussion 4” 


Carbide 
Core Cutter 


qv 
4” 
8” 
q" 


1 


Adaptor for Chuck 
Heads (Self-Drilling 245-701 
Anchors) 


[| 
> Steel Accessories 
Ce Bull Point 245-290 
——EE>>S__ a] Cold Chisel 245-291 
a < | Gouge Chisel 245-293 
==> Slotting Tool 245-294 
Scaling Chisel 245-295 
Adaptor 
Sree “A" Taper 245-705 
“B” Taper 245-706 
Adaptor for 
Drill Chuck 245-966 
Ejector Key for Chuck Heads 
Self-Drilling Anchors 247-119 
Drift Key for Core 
Cutter Adaptor Shank 604-214 
and “A” Taper Adaptor 
Drift Key for 
“B” Taper Adaptor 225-358 


Maximum Drilling Depth 
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Electro-Mechanical 


Rotary Hammers 


Electro-mechanical rotary hammers from AEG offer a depth gauge. Take a look at the inside picture of our 
unique concept of high efficiency, low cost operation, BH 258, truly a Super-Hammer with its 700-Watt motor 
light weight and practically no job-site maintenance. and three-mode operation: drilling, rotary hammering 
Both models have a fully adjustable side handle and and chiseling. 


Model BH 25S 
AEG’s most powerful 
electro-mechanical 3 
rotary hammer. 

1 Quick-change tool locking device. 
2 Drill spindle. 

3 Percussion cam. 4 Percussion body. 5 Pressure spring. § Idle running shock absorber. 


BH 12 %” Mini-Hammer 


Our Mini-Hammer offers the basic function of a ham- 
mer drill, augmented by the power and efficiency of a 
hard-hitting rotary hammer. e 


Rated Current at 115 VAC ............... 
Full-Load Speed ........... 
Hammer Blows Under Load .. 
Capacity: 
TE QO CIOL sss: Sonat -estosud gaigesie: expe misao © 
UE SECC): 4s. creas. capac: sess wore panne evapo’ ecee-€ 


Standard 
e Built-in selector switch for choice of rotary hammer- 


ing or drilling only Equipment: , 
e Takes straight shank or “A” taper bits up to 72” Steel carrying case 
e Powerful 4.4 Amp, 450 Watt motor Side handle and depth gauge 
e Well-balanced pistol grip handle Ya" percussion drill chuck 224-329 
“A” taper adaptor with ejector key 
Hex wrench 


BH 25S 1” Super-Hammer 


BH 25S sets the pace for AEG rotary hammer tech- 
nology. It will always be a vital tool for the construction 
industry, where its reputation is firmly established. 


Rated Current at 115 VAC ............... 6.6 Amps 
Full-Load (Speed: wvis + wise wags 3 seats uve sorte 8 750 RPM 
Hammer Blows Under Load .............. 3700/min. 
Capacity in Concrete: 

With Percussion Carbide Bits ......... A? 

With Percussion Carbide Core Cutters 212” 
Capacity jin Steel)... 6 e.. cees cee seme eco: 6 nine ecainye Yo" 
LES TAGIEEY jase: susi< ss vans stad Se ehcey- cooks ar scone: ermadne, enmee eners tye 14%" 


IV GIQII, sic sere ccatas exis Wrancnd sions 0. erae eee orate 11% Ibs. 
e Three action modes — rotary hammering, chiseling 
‘or drilling only 


e Extra-powerful 6.6 Amp, 700 Watt motor Standard Equipment: 
e Takes straight shank, “A” and “B” taper bits, spe- Steel carrying case 
cial hex shank bits, bull points, chisels Side handle with extension and depth gauge 
e Increased concrete drilling capacity — up to 2%” Ye" percussion drill chuck 224-329 
dia. with core cutters Chuck adaptor shank 226-920 
e “D” handle for sure guidance and conirol Hex wrench 
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Rotary Hammer 


Accessories 


Accessories | for BH 12, BH 16 & BH 25S 


Special Hex Shank 
Rotary Hammer Bit 


223-520 | 4" 
223-521 | 4" 
223-522 | 1” 


Adaptor Shank for 
Core Cutter 


Percussion Carbide 
Core Cutter 


Cold Chisel 


Drill Chuck 
Adaptor Shank 


Drill Chuck 4” 


| “B” Taper Adaptor Shank 


“A” Taper Adaptor Shank | 242-710 
Drift Key 225-35: 


© Optional 
ea * Standard Equipment 


The AEG grinder family includes the most complete 
line of angle grinders ever developed. This family is 
unique and diversified in other ways, too, with models 
for delicate sanding and grinding jobs or heavy-duty, 
continuous production operations. There are versatile 
sander/grinders, a straight grinder for fast deburring, 
even a super-duty tool for grinding and abrasive cut- 
off work. All AEG angle grinders and sander/grinders 


are equipped with safety guard, flanges and an ad- 
justable side handle. They also feature hardened bevel 
gear and pinion sets, permanenily lubricated bearings, 
well-balanced designs and low profile metal gear 
boxes. Examine the inside picture of a heavy-duty AEG 
angle grinder below, with all its examples of AEG 
quality for performance and safety. 


Model WSA 1700S 


AEG’s most popular 
heavy-duty angle grinder. 


1 Special low profile, rugged aluminum gear box, de- 
signed for maximum support of bearings, gears and 
grinding spindle. 


2 Permanently lubricated ball bearings. 


3 Matched and hardened bevel gear and pinion set 
assures quiet running and smooth power trans- 
mission at high torque levels. 


4 High temperature wire insulation and welded com- 
mutator leads for burnout protection. 


5 New style fiberglass-reinforced motor housing with 
aluminum ribcage. 


6 Special armature shaft insulation completely isolates 
electrical components from gear box. 


7 Self-disconnecting brushes prevent commutator 
damage. 


8 Heavy-duty switch is protected by new “S” type 
safety handle, which avoids accidental starting of 
tool and provides safe carrying means. Another 
AEG first! 


AEG Heavy-Duty Power Toors 
CAT. (477 
eA 


WS 330 4%” One-Hand Angle Grinder 


Designed for one-hand control, Model WS 330 is ex- 
cellent for delicate grinding and sanding jobs, such as 
in metal furniture and ornamental iron businesses. 


Rated Current at 115 VAC ................. 3 Amps - = = 
No-Load Speed ..............c eee eeee 10,000 RPM 2 
Max, Wheel Diameter ...........00c0.eeeece08 4Y2" 
Spindle Thread .......... F %"-11 
Length ..... 9%" 


e Hatiwalght, compact design for hard-to-reach sur- 
aces 
e Thumb-controlled instant release switch Standard Equipment: 
Side handle 
Wheel guard 
Open end wrench 
Hook spanner wrench 
Flanges and clamping nut 


WS 700 4%” Lightweight Utility Grinder 


Smallest of the full-size AEG grinders, this model is 
er for smaller operations requiring big grinder 
eatures. 


Rated Current at 115 VAC ............... 6.3 Amps 
No-Load Speed ........ - 10,000 RPM. 
Max. Wheel Diameter wee AQ" 
Spindle Thread .. vee H"-11 
PEGI sina cctcussis appar acigans: wate Osta uaeeens acai. ents 6 ae 12%" 
WGIGIE in issensis:sersts'< aves sivasene, teers ios acknlan ara ave Gia 5 Ibs. 


e Easy to maneuver without tiring 
e Safety release trigger switch prevents accidental 
starting Standard Equipment: 

Side handle 
Wheel guard 
Open end wrench 
Hook spanner wrench 
Flanges and clamping nut 


WSA 900 7” Sander/Grinder 


Here is a tough dual-purpose tool great for automotive 
body shops, where it can rough grind as well as finish 
sand for primer preparation. 


Rated Current at 115 V AC .............. 8.6 Amps 
NosLoad Speed «ass ccs sss wees - 4600 RPM 
Max. Wheel Diameter nea Oh 
Spindle Thread ... - ¥e"-11 
TROT CEE cere heelys aka ay haha suena pets *g-sasas co: Sunde daaaane Conte 15%" 
VUGIGIREE cas sre o:axsun agers nsus! esanne pnts. eees enahin Rienhe: 8 Ibs. 


e Ideal weight-to-power ratio for all-round sheet metal 
work 
e End handle with instant release trigger switch 


Standard Equipment: 
Side handle 
7” backing pad 
Hook spanner wrench 
Open end wrench 
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WS 1700S 7” Heavy-Duty Angle Grinder 


A heavy-duty production grinder for the fabricating and 
welding industries. 


Rated Current at 115 VAC .............5.. 15 Amps 
No-Load:Speed i sos seas svas Eee oeee os 7750 RPM 
Max. Wheel Diameter ................c cece cues atk 
Spindle TCA 2 o.ce cde ew ese eet cree sie mnie ed 5%"-11 
ESIGEDD exis sass aasne & sqeed a) seanei-avous' @xveys as aes alews oh vein fees 18” 
SNGIOBIES aie Sens’ & Selene pane Gas eens saan 8 ORO a ae 13% Ibs. 


e Powerful 15 Amp motor for continuous operation 

e New “S” type safety handle guards against acci- 
dental starting 

e High-air-flow cooling fan 


Standard Equipment: 
Side handle 
Wheel guard 
Open end wrench 
Hook spanner wrench 
Flanges and clamping nut 


WSA 1700S 9” Heavy-Duty Sander/Grinder 
Model WSA 1700S lends itself to both grinding and 


cut-off work, using more economical 9” diameter 
abrasives, 

Rated Current at 115 VAC ................ 15 Amps 
No-Load! ‘Speed « saswe uae: a wos was aaa aren o 6000 RPM 
Max. Wheel Diameter ...........0:ceeeeeee eens Y 
Spindle: Thread say sine wea a ees aes aes ose 5-11 
LORE cuss: siaiac adhas Vins W soaed sieious saaad S acans Si a's Siete wage 18” 
MSI TEE asc scuas os: sstdabs onahie aregs t Seos pienso” aaaps :oxate: Abe 14% Ibs. 


e Powerful 15 Amp motor for continuous sanding or 
grinding operations 

e Larger safety guard for 9” diameter abrasives 

e New “‘S” type safety handle guards against acci- 
dental starting 

e High-air-flow fan keeps grinder cool during con- 
tinuous operation 


Standard Equipment: 
Side handle 
Wheel guard 
Open End Wrench 
Hook spanner wrench 
Flanges and clamping nut 


WS 2000S 7” Super-Duty Angle Grinder 


Meet the most powerful AEG angle grinder, with the 
high speed and torque that assures fast metal removal 
rates. This rugged machine is ideal for beveling and 
other tough grinding assignments. 


Rated Current at 115 VAC................ 18 Amps 
No=LOad! 'SPOCd xis x scace: miei aims s-ruene wacom ove 7750 RPM 
Max. Wheel Diameter ........... 0000 ce cee eee “s 
SHiNndle Thread: cis x se saw w sane. cone oreu ©. menue aha 5-11 
LENGE iss ot ¢ sng gus & Hs 340-5 BEE CREE SONS Baws aeG 18” 
Weight. s 25% sex }.age. HES 4 ET ed eae oN a 15% Ibs. 


e Powerful 18 Amp motor, designed for continuous 
use 

e Extra-heavy-duty construction 

e New “S” type safety handle guards against acci- 
dental starting 

e High-air-flow fan keeps grinder cool during con- 
tinuous operation 
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Standard Equipment: 
Side handle 
Wheel guard 
Open End Wrench 
Hook spanner wrench 
Flanges and clamping nut 


Grinders 
& Accessories 


WSA 2000S 9” Super-Duty Grinder 


The WSA 2000S is perfect for portable and stationary 
abrasive cut-off work, as needed by construction and 
fabrication workers. In addition, it is the best perform- 
ing sander/grinder from AEG. 


Rated Current at 115 VAC ................ 18 Amps 
No-Load Speed) ases seus score « sieve a com wees ¥ ine 6000 RPM 
Max. Wheel Diameter ........5.0.0 000 seccecees g” 
Spindle Thread iss wes «cos gues aici s Haw cea es %"-11 
LOnGth 55 ase sew e aew HER Y SOE EHO ERS RSE t ae nae 18” 
WIGHT. van 3 5.8 tas gca8 Sais cans aaa & yon sysee 16% Ibs. 


e Extra-heavy-duty construction for continuous work 


e Rugged 18 Amp motor 
e Lower speed and more torque for tough jobs Standard Equipment: 
e Large safety guard for wheels up to 9” diameter Side handle 
e Also takes wire cup brushes and flaring Wheel guard 
cup wheels Open End Wrench 
e New “S” type safety handle Hook spanner wrench 
e High-air-flow fan Flanges and clamping nut 


GS 360 Straight Grinder 


A highly efficient grinder, especially for internal and 
external deburring of high pressure pipe and metal 
cylinders. A must for steam and pipe fitters on new 
power generating installations. 


Rated Current at 115 VAC ............... 3.3 Amps % 

INO=TOAd {SPOOE vccie:ie wees sieve a vines oF eei.¥ ide» 18,000 RPM 

Collet Diameter « sseie esses sree a sunt tasste snows weors aiciare ee 

hear DIGMOtOl sass cso wang eres § 285 Fey ES ES her Standart Equininent: 


Be ee Fe tS ME EE OE EH sie Torenanent grandee 
Y%" collet 


e Light in weight for accurate handling 
e Designed for mounted wheels and points up to 
1%", reinforced wheels up to 2” diameter 


%" mandrel optional 


Grinder Accessories Cutting Stand (~—7—For_ | stroke 
Grinder |Length| Flange 
! ) Models | in. 
WS 1700S Za = 
vam | | CS) Clamping Nut 


WS 2000S 
WSA:20008) Wheel Mounting Flanges 


For Type 27 depressed center 
grinding wheels: 

Flange 931-241-696 
Clamping Nut 931-209-754 


For Type 1 cut-off wheels: 
Flange 931-241-696 
Clamping Nut 931-241-716 


4%" Guide Frame 931-243-822 
7” Guide Frame 931-122-746 
9” Guide Frame 931-122-954 


mn 


Wheel Guards and Covers 
for Angle Grinders 


Angular Adaptor 931-122-736 Grinder 
9g P tal Guard No. | Cover No. Wn oe as Wrench 
22mm Open End Wrench 
WS 700 931-223-189 = 931-296-587. 
17 and 24mm Double Open 
We 42008 | 931-218-327 | 931-218-329 End Wrench . 
a 931-263-656 
Wed T7008 | 931-217-999 | 931-218-000 Hook Spanner Wrench 
Spade Handle 931-122-295 WSA 2000S 931-904-211 


29 


Portable Abrasive 
Cut-off Machines 


The world’s first portable electric abrasive cut-off 
machines were made by AEG, and the best still are! 
We have tamed the noise, the fumes and the balky 
starts of common gasoline-powered models to give you 
superior electric cut-off machines that are fierce in 
action, gentle in handling. Electric means instant 
starts and quieter running without fumes. Electric 
means less operator fatigue, greater economy, less 


maintenance. Plus the convenience of a wraparound 
handle for easy control, the safety of trigger and wheel 
guards, the accuracy of an adjustable guide frame for 
exact cutting depths. AEG portable cut-off machines 
are ideal for ferrous and non-ferrous metals, concrete, 
masonry, asbestos, composition materials, hard fibers, 
reinforcing rods, cast iron, clay pipes — you name it! 


WSC 2300 12” Cut-Elec® Cut-Off Machine 


With its fast, powerful cutting action, this is the tool 
for repair and salvage operations, rescue work, pipe 
line and general construction, welding and metal fab- 
ricating shops. 


*Rated Current At115VAC............... 18 Amps 
No-Load! ‘Speed wise « winie alae» wince & soeue wares 4700 RPM 
Peripheral Speed) sis sisi cou ssa ssisiw wares « 263 FPS 
Max. Wheel Diameter ..................00000. tee 
Max. ‘Cutting Depth « «ag eqws 49 & Sar cee Ooo s Be 4" 
Arbor’ SIZ0: sss ¢ iss ses of a@e Oat = Bald Gis wesw ee es %"" 
SPiAGlS TALGAG! « sic. score seas we scaur e acese a soo aumctoe 5%"-11 
WGIGRE: o's sine suqire gests casi aur saw acoden.8 ces aie 26 Ibs 


“Also available for 220 V AC 


e Features AEG’s most powerful electric tool motor 
° Starts instantly, runs quietly without polluting fumes 
© Gear head turns 180° for choice of wheel rotation 


Portable Abrasive 
Cut-off Machines 


WSD 2300 14” Cut-Elec® Cut-Off Machine 


Here is the world’s only portable electric abrasive cut- 
off machine with a 14” wheel capacity. 


“Rated Current at 115 V AC 18 Amps 
No-Load Speed .. 4350 RPM 
Peripheral Speed ...............-.-0 000 263 FPS 
Max. Wheel Diameter ........... 00.000. e cues 14” 
Max. ‘Cutting: Depth s seis: cvs sass avr & sare nae 9 45%" 
Arbor SIZ0' 5 case wis ¢ cane nis aan a Men SRE G ERG. 1” 
Spindle Thread! + an «2905 ceo pve = eR 6 aee BENE 5"-11 
WIGHT 7 sae. oan 2 WRK BREF AOS Coe Dao ey wk 27% Ibs. 


*Also available for 220 V AC 


e Same outstanding design and performance features 
as WSC 2300 

e Uses 14” abrasive cut-off wheels for greater cutting 
depth — 454” 


Cut-Elec Kit standard Equipment in Cut-Elec Kits: 


| KEEP GUARD 
iN PLACE 
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Steel carrying case with WSC 2300 or WSD 2300 cut- 
off machine; complete guard and guide frames; lower 
and upper flanges; wraparound handle with bolts; 
clamping nut; two AEG high-speed abrasive cut-off 
wheels, one for masonry and one for metal; two open 
end spanner wrenches #SW-22; 6mm hex wrench; 
one pair safety goggles. 


Cut-Elec Accessories 


931-245-141 
931-245-343 


931-236-557 
931-236-557 


931-243-813 
931-245-342 


12” WSC 2300 
14” WSD 2300 


931-233-378 | 931-234-009 


931-233-376 


931-248-955 h 
931-245-340 | 1 


WSC 2300 


WSD 2300 931-245-341 | 931-234-009 


Abrasives for Grinders 
& Cut-off Machines 


Reinforced Depressed Center Steel Wire Cup Brushes 
Grinding Wheels--Type 27 Cable twist with supporting steel bands 54”-11 thread 


MA" xXVarx hh" A30 13300 | 4” single row 0.030” 
Wa" xU"x Tar A24 13300 i org Tow 0.030" 
Mr XM" x cat 13300 | 3. double row 0.030" 
6" x He" x Be" A24 10200 | gv single row 0.030” 
Br XM"X he" C24 10200 | 6” double row 0.030” 
Tx Ye" x" Az 8500 

THXYTX IA" A-Alu 8500 

TXM" KI" A24 8500 

qu moot xh" C24 3500 | Flexible Backing Pads 
OXY" x hh A24 6600 | with %”-11 clamping nut 
O"XK"x hh” C24 6600 | 4%" diameter 


All Type 27 depressed center grinding wheels in 7” and 9” diameters . eee 


are also available mounted on throwaway hubs. 


Straight Grinding Wheels Type 1 
Meh xUyrxiy” A24-R Flaring Cup Wheels 
BMX wrx yn A24-R with steel safety back and 54-11 thread 


Cut-Off Wheels Type 1 ; ALG 
A24 


Ww" XV xh" Al6 
BV xr xh" A24 
Me" XY" x Te” on 
UA" x Fn" x Te" Al6 
6" x %2" x U A24 
7” x Yo" XU C16 
TI" xX Hor x he C24 
T° xX Ho" XH" 
8" x Yo" XU 
OXY" xh” 
a” xX Ve"x hh" 
10”x ¥%"x1" 
10"x %" x1" 
10"x *w" xh" 
10” x 4%" x %" 
12% Ye" KL! 
12"x ¥"xl” 
12” x Ye" xh" 
12"x %"x h" 
wy lanwy 25 
ha he : ee Sanding Discs 

Mx Yo" x1" MY"xh" —-A2A to 100 
14" x 52" x 1" Ma" x Ih" C60 

16” x 542" x 1" 
” 3 ” ” 
aie af Reducer Ring 


available in all standard sizes 243-986 1’-/%4" 
Selecting Abrasive Wheels 
Type Composition Application 
A Aluminum oxide Ferrous metals 


Non-ferrous metals 
and masonry 


c | Silicon carbide 


32 


AEG reversible electric screwdrivers are your number 
one tools for driving fasteners quickly, with high econ- 
omy and operator comfort. Each has an easy-to-hold 
pistol grip handle, ball and needle bearing construc- 
tion, and the premium quality of hardened, heat- 
treated helical gears for quiet running and smooth 


Model TSE 08 


AEG’s latest model 
Tech screwdriver. 


Quick-change tool locking system for magnetic 
nut-setter. 


Heat-treated and ground helical gears. 


= 


Rigid aluminum gear box. 
Permanently lubricated ball bearings. 


Special armature shaft insulation completely iso- 
lates electrical components from gear box. 


6 New style fiberglass-reinforced motor housing with 
aluminum ribcage. 


‘7 High temperature wire insulation and welded com- 
mutator leads for burnout protection. 


8 Double pole, variable-speed switch with reversing 
lever. 


9 Self-disconnecting brushes prevent commutator 
damage. 


Adjustable depth locator prevents over-driving. 


a f£& @O ND 


10 


Screwdrivers 
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power transfer. All AEG screwdrivers have a work- 
saving reversing feature and adjustable depth locator 
to prevent over-driving. Look more closely at the in- 
side picture below, with all its examples of AEG 
quality for performance and safety. 


Screwdrivers 


NBS 6 %” Screwdriver/Drill 


Two tools in one. A¥%” combination screwdriver which 
doubles as a %4” drill. An installer’s dream! 


Rated Current at 115 V AC .............05,.. 4 Amps 

No=Load ‘Speed « sass see sais aiea aint eet © 2500 RPM ay 
Drilling Capacity in Steel .................2.... V4" ane Sad 
Bit Shank Size ........... ee eee eee eee eee Y%4" Hex AUTON 
Max: ‘CHUCK CAPACIEY, sais pins wiersie arse sevaie sicaais oom sh %y" a 
WGIQHE scary asses. eve. meas Staak meee x) deme me OR ae 3% Ibs. 


e Versatile operation as drill with %4” chuck or as 
reversible screwdriver without chuck 
e Powerful 4 Amp motor for continuous operation, for- 
ward and reverse 
e Ideal for light installation jobs 
s Standard Equipment: 
¥4” industrial chuck with key 
Chuck adaptor 
¥%" universal bit holder 


Accessories for NBS 6 
For Drill Applications: 


4" chuck 927-010-034 Chuck adaptor 931-235-661 
For Screwdriver Applications: 


2. | —— | 
. === 1. Phillips bit #2—1” long 
2. Phillips bit # 2— 2” long 


3. Slotted screw insert bit — 1” long 
4, Universal %” bit holder 


DS 25E %” Variable-Speed Drywall Screwdriver 


Also available without variable speed feature — Model 
DS 25. 


This positive clutch tool is ideal for driving screws 
flush when installing panels on metal or wood studs. ( 
It sets screws to the correct depth without marring decal ‘ 
or damaging the panels. i. 


Rated Current at 115 VAC ................. 4 Amps 
No=Load SpOed) x cess scsisie cise serie cenie s wate 0-2500 RPM 
Bitk Shank Size? wisn. s sive wawow ware ciotire seems aa Y4" Hex 
WIGKE srces iggys a arene sone avers seatiim amie,s) aie chars ws 4¥% Ibs. 


e Powerful 4 Amp motor, reversible 
e Positive lock adjustment provides multiple depth 


settings Standard Equipment: 
e Variable speed control assures easy starting and Locking collar 
smooth driving of fasteners Depth locator 
e Reversing feature facilitates screw removal ¥4" magnetic bit holder 


Phillips bit #2 — 1” long 
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Aca Heavy Duty Power loos Car. 


DS 40E %”" Variable-Speed Drywall Screwdriver 


Also available without variable speed feature — Model 
DS 40. 


A real production tool, this rugged drywall screw- 
driver has a top speed of 4000 RPM for fast, efficient 
operation. 


Rated Current at 115 V AC ................. 4 Amps 
No=Load: ‘Speed acs siscass acces siaweae orem cs ¥< 0-4000 RPM 
Bit Shank SiZO! svoes is: saws, sree asere v aves & skate syarese-s 4" Hex 
Welght acs owes tes news oe ose Pome eR G OSs 4¥% Ibs. 


e Powerful 4 Amp motor, reversible 

e Reversing lever conveniently located on trigger 
switch 

e Variable speed control with extended range — 
0-4000 RPM 

e Designed for continuous light installation work 


Screwdrivers 


411 p. 3o 


Standard Equipment: 
Locking collar 
Depth locator 
¥4" magnetic bit holder 
Phillips bit #2—1” long 


DS 06 


Here is a very reliable, high speed driver, handling 
both drywall screws and self-tapping fasteners. 


¥%" Single-Speed Drywall Screwdriver 


Rated Current at115 VAC ................ 4.5 Amps 
No-Loadd Speed)... css « sisce serie seein slave 2 oe 4000 RPM 
Bit Shank SiZ0° sc wcsve ccins ¥crare w:ssnee avert woecs 0:8 Ya" Hex 
CapachtyiiniSteel wie sears xscape sree awcs as 3 ea.ceags Ye" 
WSIGKE 's san css can vine ene ay FD eUS TEER KEES 4% Ibs. 


e More powerful 4.5 Amp, 500 Watt motor with metal- 
reinforced nylon housing 

e Higher speed and more torque for #6 drywall 
screws and #12 self-tapping fasteners 

e Reversing lever conveniently located above trigger 
switch 

e Rugged metal gear housing protects the drive and 
clutch mechanism 


Standard Equipment: 
Locking collar 
Depth locator 
¥%4" magnetic bit holder 
Phillips bit #2—1” long 


TSE 08 Variable-Speed Tech Driver 
Also available without variable speed feature — Model 
TS 08A. 


The backbone of the metal building industry, this tool 
is specifically designed for high-torque setting of self- 
tapping fasteners. 


Rated Current at 115 VAC ............... 4.5 Amps 
No-Load! Speed gsc tas ocits Sis 6 fad oe a 0-2500 RPM 
Bit Shank Size .................. 0c eee eae Y4" Hex 
Gapachy WN StOOl sacs ative ocena io eran sow siaiaue ers « ys ye" 
WESTIE sas: rinse ¢,supse nie 6 wconw wi anese, aenraye ciate 2 arava wens 4% Ibs. 


e More powerful 4.5 Amp, 500 Watt motor 

e Designed for self-drilling and self-tapping fasteners 

e Lower speed and increased torque accommodate 
%4" fasteners in %6” cold-rolled steel or #12 fas- 
teners in %2” cold-rolled steel 

e Variable speed control assures easy starting 

Reversing lever located on trigger switch 

e Full assortment of adjustable depth locators to as- 
sure proper setting depths 


Standard Equipment: 
Locking collar 
%"", 46", Ye” depth locators 
Depth locator for sealing screws 
%eo" nut-setter 
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Screwdriver 


Accessories & 
Impact Wrench 


Screwdriver Accessories 


Wey 


Drywall Nose Piece Replacement Parts: 
1. Depth Locator 927-009-994 
2. Pressure Spring 927-009-995 


3. Locking Collar 927-009-993 
4. Rubber Ring 931-944-584 


Magnetic Bit Holder 927-010-047 


=a 


%" Phillips Bit #2 


1” long 
= 


Slotted Screw Insert Bit — 1” long 


%" Phillips Bit #2 
2” long 


Tech Screwdriver Accessories 


¥%" Depth Locator 
931-249-139 


%6" Depth Locator 
931-249-138 


Complete Locking Collar 


¥" Depth Locator 931-249-136 


931-249-13 


Sore . 


Depth Locator for 
Sealing Screws 931-249-140 


Css 


4" Magnetic Nut-Setter 
%.6" Magnetic Nut-Setter 
¥%" Magnetic Nut-Setter 


[Lee pa) 
%" Drive Shank for Sockets — 2” long 
en ~ S cee =\ 7 
@ - € e q e) 
4" Magnetic %6" Magnetic 


Socket Socket 
2%o" long 2%" long 


¥%" Magnetic 
Socket 
2%" long 


IWK 12 %” Impact Wrench 


Model IWK 12 is a heavy-duty power wrench for 
equipment maintenance and many industrial applica- 
tions, It is used for setting, running and removing bolts, 
nuts, studs and screws. 


Rated Current at 115 V AC .........-..0005. 4 Amps 
NozLoad Speed: ss «ass in sates acy s oes vee 1900 RPM 
DIVE sees seats 2 Wied ENCS ERK GSO 8 HOG Bad ove Ya" Square 
PTA CE RALS: osc. x sasas a susie snusa “Sranihe Stone a seace ate 2000 IPM 
TOPGUG: FRANGE: a exes ones e-sieis, wane + eseve ice 95-130 ft./Ibs. 
OIE GADACIEY: a a: secs. suse \exhee sna, eons. cons i. onsoe eravs, 5-3 Ya" 
LOR GE ssw a sree arse aves tone w sexe a svt auate w BEE FO 
WGIQKE Keser: mes sconces eae. s 


Cord Length ... 

e Heavy-duty, lightweight tool with square driv 

e Doubles as nut runner and drill 

e Turning rear end cap selects either forward or re- 
verse operation, with equal power both ways 

e Perfectly tuned mechanism for hard-hitting impact 

e Short length allows use in tight areas 


Standard 

Equipment: 
Steel carrying case 
Six sockets: 72”, %e”, 


56", Wh)", 34", 136" 


Four models each of heavy-duty shears and nibblers, 
plus one fast-action tapper, comprise one of the most 
complete lines of metalworking tools available. All 
feature permanently lubricated ball bearings, heat- 
treated helical gears and metal gear cases for rugged 
operations. AEG shears and nibblers handle a wide 
variety of cutting assignments in cold-rolled steel, 


1 Indexing blades have four sharp cutting edges each, 
for greatest economy with minimum downtime. 


2 Bronze bushing provides precise piston guidance 
with minimal lubrication. 


3 Sturdy aluminum gear box withstands punishment of 
tough applications. 


4 Specially hardened helical gears deliver maximum 
power to cutting blade. 


5 Permanently lubricated bearings. 
6 Scrap guide protects operator’s hands. 


7 New style fiberglass-reinforced motor housing with 
aluminum ribcage. 


8 High temperature wire insulation and welded com- 
mutator leads for burnout protection. 


9 Special armature shaft insulation completely isolates 
electrical components from gear box. 


Metalworking 


Tools 


stainless steel, corrugated sheets and non-ferrous 
materials such as aluminum and plastics. These tools 
are designed for high working speeds and small cutting 
radii, with a clear operator view of the cutting line. 
Take a look inside a representative AEG shear, with 
all its examples of AEG quality for performance and 
safety. 


Model KS 2 


AEG’s most popular 
metal cutter. 


Metalworking 


Tools 


KS 1.6 16 Gauge Shear 


Most popular shear of the sheet metal industry, Model 
KS 1.6 is perfect for automotive body shops, ductwork 
fabricators and other light gauge metal workers. 


Rated Current at 115 VAC ............... 
Full-Load Speed ...................205- 
Max. Cutting Rate .................. 
Cutting Capacity in Mild Steel 
Min. Cutting Radius ................ ae 
WIGNT 5 cc 2 ape aster Ses Vane Mets x HON Deis Wale 6 ce 


e High speed, accurate cutting mechanism 

e Indexing blades have 4 cutting edges each; turning 
blade 90° exposes new sharp edge 

e Designed for easy one-hand guidance 

e Protective scrap guide 


Standard Equipment: 
Feeler gauge 
Two hex wrenches 


KS 2 14 Gauge Shear 


The companion model to KS 1.6, this shear easily 
handles 14 gauge mild steel and up to 16 gauge stain- 
less steel. | 


Rated Current at 115 VAC ............... 2.9 Amps 
Full-Load Speed ............ cee eee eeeeee 10 ft./min. 
Max. Cutting Rate .................. 2300 cuts/min. 


Cutting Capacity in Mild Steel 
Min. Cutting Radius ......... ee 
WIGKT ¢ was 2 stes sce ¥ aie mitts aes cules SEM BOY Da 


e More powerful 2.9 Amp motor 

e Indexing blades have 4 cutting edges each; turning 
blade 90° exposes new sharp edge 

e Protective scrap guide 

e Polished cast steel cutting yoke withstands con- 
tinuous cutting strain 


Standard Equipment: 
Feeler gauge 
Two hex wrenches 


KS 2.5 12 Gauge Trim Shear 
KS 3.5 10 Gauge Trim Shear 


Our two heavy-duty trim shears find many uses in 
fabricating shops to handle the full range of common 
sheet metal gauges. 


Rated Current at115 VAC ................ 6.4 Amps 


Powerful 6.4 Amp motors for fast cutting action 
Heavy-duty tools rated for continuous use 

Oversized top handles for firm control 

Polished cast steel cutting yokes withstand con- 
tinuous cutting strain 

e Removable caps for brush cleaning and inspection 


Standard Equipment: 
Feeler gauge Cutting angle guide 
Two hex wrenches Adjustment pin 


‘Min, Cuttin ting | 
__ Radius, i me i 


KN 1.25 20 Gauge Nibbler 


Light in weight and easily maneuvered with one hand, 
this nibbler is excellent for cutting corrugated roofing 
and siding material, freehand nibbling and duplicating 
shapes from a template. 


Rated Current at 115 VAC ................ 2.9 Amps 
Full-Load Speed ............ 5-7 ft./min. 
Strokes Under Load 1750/ min. 
Cutting Capacity in Mild Steel ............ 20 gauge 
Min, Cutting Radius: os cs (isa coe fens ces oe 0-5/32” 
WSIGHE wissa cor saad Gate cartes Sate g siaye p-sicca wvauee geek? 4 Ibs. 


e Lightweight tool for one-hand operation 
e Beveled die easily cuts profiled materials 


KN 1.5 16 Gauge Nibbler 


A versatile tool for conventional sheet metal nibbling 
and pone: with capacity up to 16 gauge in mild 
steel. 


Rated Current at 115 VAC ..............6. 2.9 Amps 
Full-Load Speed .............0 cece eee 3% ft./min. 
Strokes Under Load .............0e00005 1300/min. 
Cutting Capacity in Mild Steel ............ 16 gauge 
Mini. Cutting RAGIUS: 4 sss é vag oseis Bota Kans oe 0-5/32” 
WVSICEE: «Shes cxicgins Spcice< nag tps Saath stratus Space Sasustas eidia ap taaad 4 Ibs. 


e Leaves burr-free edge on external or internal cuts 
e Easily makes cutouts of any size or shape 
e No workpiece distortion 


Metalworking 
Tools 


Standard Equipment: 
Hex wrench 


Standard Equipment: 
Hex wrench 


KN 2.5A 12 Gauge Nibbler 


Because it can nibble stainless steel up to 14 gauge, 
KN 2.5A is extremely popular with manufacturers of 
commercial food processing equipment. It can also 
handle mild steel up to 12 gauge, creating many appli- 
cations in other fields. 


Rated Current at 115 V AC 6.4 Amps 
Full-Load Speed ........... 3 ft./min. 
Strokes Under Load ................-.20- 560/ min. 
Cutting Capacity: 

REN: IVATNG SECM se izasinn: casein: tgens \apninte: ksagare: doers “oh asm 12 gauge 

In Stainless Steel ..................285 14 gauge 
Min. Cutting Radius... 2 can sais acis s swis 2 acae wraps s Vy" 
WEIGKE eva sisce ener eres wees reas sharers tae oO S 10% Ibs. 


e Hollow punch and carrier pin assure constant feed 
per stroke and good edge quality 

e Powerful, heavy-duty production tool 

e Produces burr-free cuts without distorting workpiece 

e Oversized top handle for firm control 


Standard Equipment: 
Open end wrench 
Two hex wrenches 
Hook spanner wrench 


Metalworking 


Tools & Accessories 


KN 5. 6 Gauge Nibbler 


The heavyweight among AEG nibblers, Model KN 5 
handles up to 6 gauge steel plate. Its great versatility 
and reliability make it a favorite tool in sheet metal and 
plate fabricating shops, as well as steel service centers. 


Rated Current at 115 VAC ................ 14 Amps | 

FulleLoad Speed .... o.niois ssases eisie sais» eiare eat 5% ft./min. } 

Strokes Under Load: ois = ccois siies sew vivmiswies 500/min. 

Cutting Capacity: 
In Mild: Steel: ois seo eas was vse 2695 KEE 8 6 gauge 
In Stainless Steel ................2005- 10 gauge 

Mibs (Gatting! Raqls:  giis 27 4 daw Saree Sous wise ocean 5” 

WYGIGDIE seis scess assess oieroia’ arava Sesaede teens eimaee eoers'a meee 23 Ibs. 

e Uses rectangular punch to produce burr-free cuts Standard Equipment: 
without distortion 6-gauge die 

e Extra-heavy-duty nibbler for continuous production Two hex wrenches 
use Spanner wrench 

e Adjustable side handle for left or right-hand opera- Side handle 
tion. Grease gun 


G 10A Tapper 


As a portable power tapper, Model G 10A is a welcome 
addition to machine shops, job shops and equipment 
maintenance departments for quick on-site repairs. 


Rated Current at 115 VAC ................. 4 Amps 
Full-Load Speed 300 RPM 
Reversing Speed vies wires acts siesave wine @ snece vie 600 RPM 
Tapping Capacity: 
In Mild) Stoel) scs.9 ear see so wares eens som aees 5 %" 
In Aluminum . qe 
Spindle .. B12 
Length . wees 16%" 
WIGKE cane score oicrsin.eisvs tenn eee e wenn ee eee te 6% Ibs. 
e Taps through and blind holes 931-211-024 


e Floating chuck prevents tap breakage 
e Automatic reversing feature removes tap at high 


speed when operator pulls backward Standard Equipment: ; 
e Adjustable depth gauge Swivel chuck with key and dowel pin 931-211-024 
e Fully adjustable side handle plus “‘D” handle Side handle 
Depth gauge 


Accessories for Shears and Nibblers 
Shears 
Moving Blade 214-531 214-541 
Stationary Blade 214-532 214-542 
7’ Indexing Blade 244-618 243-128 
Nibblers 
Punches 243-109 243-109 214-360 248-866 
5 Dies 245-768 243-113 #1 Die for Light} #52-11 gauge 
e 7 Gauge Material | 248-867 
214-365 #53-9 gauge 
#2 Die for Heavy} 248-868 
Gauge Material | #54-6 gauge 
*214-366 248-869 


*For aluminum and plastic, carrier rod 931-215-385 should be used with #2 die. 
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AEG Guarantee 


Every AEG tool is thoroughly inspected and tested 
before leaving the factory. Workmanship and mate- 
rials are guaranteed for a period of six months after 
purchase. 


Should any trouble develop, return the complete tool 
prepaid to your nearest AEG Factory Service Branch 
or nearest authorized AEG Service Station. If inspec- 
tion shows trouble is caused by defective workmanship 
or material, all repairs will be made without charge, 
F.0.B. Factory Service Branch or Authorized Service 
Station. 


The guarantee does not apply where: 
' Repairs or attempted repairs have been made by 


General 


Information 


persons other than Factory or Authorized Service 
Station personnel. 


Repairs are due to normal wear. 

The tool has been abused or in an accident. 
Misuse is evident (including among other things, 
overloading the tool beyond its rated capacity; use 
of the tool after partial failure; or use with improper 
accessories). 


No other guarantee, written or verbal, is authorized on 
AEG products. 


AEG reserves the right to make changes in the speci- 
fications of the various tools listed herein, or to delete 
and add tools to the program without prior notification. 


AEG Power Tool Corp. 


Associations 


AEG Power Tool Corporation is a member of the following trade associations: 


? a» 
oN 


american \ 


AAS 


national welding 
supply association 


American Supply & Machinery 
Manufacturers Association, Inc. 


“~ x 
y ot power tool institute, inc. 


General 


Information 


AEG Distributors 


Manufacturing quality portable power tools is our spe- 
cialty, but getting those tools into your hands requires 
another specialist— your local AEG Distributor. All 
AEG tools and related accessories are sold exclusively 
through AEG Distributors, carefully selected and quali- 
fied members of the AEG organization. They have 
several things in common. 


Professional Service 

Your AEG Distributor is interested in more than just 
selling. Since he wants to keep you as a customer who 
remembers him well, his main objective is to serve 
your needs and give you proper professional advice. 


Application Knowledge 

AEG Distributors know their local markets well — for 
example, the kinds of woodworking, metalworking and 
construction activity in their areas—and how AEG 
tools are being used. They can help you quickly select 
the best AEG tool for your application, based on your 
individual requirements. 


Thorough Tool Knowledge 


Your AEG Distributor is carefully trained in the safe 
use and effective application of all AEG tools he car- 
ries. He also reviews new product developments, with 


special emphasis on how new tools can help you do a 
better job with higher productivity. 


Product Information 

Rely on your AEG Distributor for detailed product 
literature — catalogs, current price sheets, technical 
data and new product announcements. As we issue 
new information and revise existing publications, all 
AEG Distributors are kept continually up to date, so 
that they can be your first source of product news. 


Approved Accessories 

Your AEG Distributors know the value and importance 
of using approved AEG accessories, to get the full 
measure of performance out of your AEG power tools. 
They can help you choose and apply just the right 
accessories for the work you have in mind. 


Local Inventories 

With his extensive knowledge of the local tool market, 
each AEG Distributor stocks the tools and accessories 
you’re most likely to need. Whether you are making a 
new or replacement equipment purchase, or calling 
for repair parts or accessory items, you can count 
on your AEG Distributor to respond fast. 


Extension Cord Information 
When an extension cord is used, it should have a 


suitable wire size for its length and the tool amperage 
rating, to avoid a serious voltage drop, loss of power 


Extension 


and possible motor damage. In general, heavier gauge 
cords are required as the distance increases, as shown 
in the accompanying table. 


Amperage Rating of Tool 


Po Amperage RatingofTool 
Cord poe TT 


Length, ft. 


Recommended Wire Size (Gauge) 


[ze] Not normally available as flexible extension cord. 


AEG Authorized Service Stations 


Prompt attention to all servicing requirements and 
warranty work is provided by this nationwide network 
of AEG Authorized Service Stations. They are staffed 


STATE-CITY-ZIP COMPANY-ADDRESS 


ALABA\ 

BIRMINGHAM SOL0D caninum. Birmingham Saw Works, 910 N. 28 St. 
BIRMINGHAM 35233. .Power Tool Service, Inc., 1113 Fourth Ave., South 
HUNTSVILLE 35810 . Tools, Inc., 4214 Oakwood Ave., N. W. 


MOBILE 36606. . . Smith Power Tool Co., 2480 Commercial Park Drive 
ARIZONA 

PHOENIX 85014, Glenn’s Tool Service, 4036 N. 13. Way 
TUCSON 85719... .Power Tool Service Center, Inc., 1701 E. Factory Ave, 
ARKANSAS 

LITTLE ROCK 72202............ Electric Tool Service, 1419 W. 10th St. 
CALIFORNIA 

LOS ANGELES 90021....... AEG Power Tool Corp., 915 Stanford Avenue 


SACRAMENTO 95819 Sacramento Industrial Electric Inc., 6325 Elvas Ave. 
SAN FRANCISCO 94103,..............006 Craig & Green, 82 14th St. 
SAN JOSE 95112 One Source Rental & Service Co,, 1075 N. 10 St. 
SANTA CLARA 95050 . Gen. Elec, Tool Repair, 372 Martin Ave. #4 


COLORADO 
DENVER 80204...........4+5 Bartell Tool Service, Inc., 1110 Acoma St. 


CONNECTICUT 
NEW BRITAIN 06051 Portable Power Tool Repair, Inc., 447 Arch St., Rear 


NORWICH 06360. AEG Power Tool Corp., One Winnenden Road 
FLORIDA 


-Neelco Industrial Tools, 1451 Lake Drive 
harles O. Holland, 6410 Norwood Avenue 


Air Electric Tool Service 
Div. of Nieman-Wilson, Inc., 274 N. W. 54 Street 


ORLANDO 32803........ Bob’s Electric Tool Repair, 814 N. Mills Avenue 
TAMPA 33602,....2s00sscenuneevw Electrical Repair Co., 1228 East Cass 
GEORGIA 

ATLANTA 30313, Tool Service Co., Inc., 249 Alexander St., N.W. 


ATLANTA 30313, . Power Tool Service Co,, 327 Luckie St., N.W. 


HAWAII 

HONOLULU 96813,................. Craft Center, Ltd,, 523 Ahui Street 
ILLINOIS 
CHICAGO 60607... 
INDIANA 


FT. WAYNE 46805, ... .Power Tool Supply & Service, 1530 Spy Run Ave. 


INDIANAPOLIS 46203,................ Anderson Brothers Tool Repair 
3531 Southeastern Ave. 


TERRE HAUTE 47807 Lankford Electric Motor Service, Inc., 115 N. 12th St. 


.Master Electric Service Co,, 835 W, Washington Blvd, 


1OWA 

DAVENPORT 52802 Five Cities Tool Service, Inc., 743 Schmidt Road 
DES MOINES 50313. ...A & B Elec. Motor Serv., Inc., 2615 Ist St. 
DES MOINES 50307 Electrical Engineering Equipment Co., 1201 Walnut St. 


KANSAS 
WICHITA 67213................- Richmond Electric Co., 1002 Maple St. 


KENTUCKY 
LEXINGTON 40508, 


LOUISVILLE 40217. 


.City Electric Motor Shop, 492 E. High St. 
.. Tool Repair Service, 1200 Goss Avenue 


LOUISIANA 

NEW ORLEANS 70153.......... Beerman Precision Machine Works, Inc. 
2021 Thalia St. 

MARYLAND 

BALTIMORE 21202... Trippe Supply Co., Inc., 100-102 E. Lafayette Ave. 

MASSACHUSETTS 

WOBURN 01801........ Sutton Electric Tool Service, Inc., 7 Cedar Drive 

MICHIGAN 

DETROIT 48203 -Re-Nu Electric Co., 20163 John R 

GRAND RAPIDS 49509. |. T. Hoeksema Co., 2499 28th St., S.W. 

MINNESOTA 

MINNEAPOLIS 55415 Deko Factory Service, 1117 Washington Ave., South 

MISSISSIPPI 

JACKSON 39204..............5 Flannigan Electric Co., Inc., 328 Oakdale 

MISSOURI 

KANSAS CITY 64108........ Heath Sales & Service Inc., 518 E. 16th St. 


KANSAS CITY 64110. . Power Tool Repair & Services Co., 1016 E. 48th St. 
ST. LOUIS 63139.,,,2....:.00csc00s P.M. Electric Co., 5280 Fyler Ave. 


PHONE NO. 


(205) 324-9528 
(205) 323-4311 
(205) 536-8255 
(205) 478-3335 


(602) 264-6203 
(602) 884-8974 


(501) 374-8180 
(213) 687-0744 
(G16) 452-2828 
(415) 863-6442 
(408) 297-7912 
(408) 243-4445 
(303) 629-0749 


(203) 223-6850 
(203) 886-0151 


(305) 632-5687 


(904) 764-0586 
(305) 759-5751 


(305) 425-2061 
(813) 229-0341 


(404) 524-4249 
(404) 524-0202 


(808) 536-0858 
(312) 733-4565 


(219) 422-9643 
(317) 357-1102 


(812) 232-7879 


(819) 322-7068 
(615) 244-0354 
(615) 282-0431 


(316) 264-2344 


(606) 252-4751 
(502) 635-6888 


(604) 581-1998 


(301) 837-4910 


(617) 935-1664 


(313) 366-1570 
(616) 538-1870 


(612) 333-1904 
(601) 354-2756 


(816) 421-3331 
(816) 561-0622 
(B14) 351-4550 


AEG Authorized 


Service Stations 


and stocked for efficient service, using only genuine 


AEG replacement parts. 


STATE-CITY-ZIP COMPANY-ADDRESS 


MONTANA 

BILLINGS 59101........... - Tom's Service & Repair, 1111 6th Ave,, N. 
NEBRASKA 

OMAHA 68102.................. Thacker Electric, Inc., 2209 Cuming St. 
NEVADA 

LAS VEGAS 89102....... Addison's Saw Service, Inc., 1536 Western Ave. 
NEW JERSEY 


LINDEN 07036 Power Tool and Ind. Equipment Service, 12 W. Elizabeth Ave. 


NEWARK 07102. . .Able Portable Electric Tool Co., Inc., 395 Mulberry St. 
NEW MEXICO 

ALBUQUERQUE 87103. -J-M Tool Repair Co., 116 Tennessee N.E. 
NEW YORK 


BRONX 10459...... Sunport Products, 1298 Westchester Ave. 
BROOKLYN 11208. .+ White Tool Service, 3047 Atlantic Ave. 
BUFFALO 14210... -S Electric Repair Shop, Inc., 2470 Seneca St. 
LONG ISLAND CITY 11101. ..AEG Power Tool Corp., 24-16 Jackson Ave. 
NEW YORK 10011. .. John’s Electrical Repair & Service, 126 W. 18th St. 
SYRACUSE 13204. Duplex Equipment Co,, 213 Grand Ave. 
UTICA 13502. . Del Monte-Bremiller, Inc., 1125 Stark St. 


NORTH CAROLINA 
CHARLOTTE 28202. 


GREENSBORO 27408. 


Portable Tool Service, 724 N. Brevard St, 


Tool & Equipment Service Co., 
1609 Battleground Ave. 


CINCINNATI 45210, 0... Cincinnati Electric Repair Co., 2023 Elm Street 
CLEVELAND 44114. Kay Dee Electric Motor Repair Inc., 3407 St. Clair Ave. 
COLUMBUS 43215,.... Columbus Electrical Works Co., 777 N. 4th Street 
DAYTON 45403, .M & R Electric Motor Service Inc., 1516 East Sth Street 
YOUNGSTOWN 44512 Moff-Master Power Tools, Inc., 5200 Market Street 


OKLAHOMA 
OKLAHOMA CITY 73106 Capitol Electric Motor Repairing, 2215 S.W. 11 St. 


OREGON 
EUGENE 97402... 
PORTLAND 97209. 


- Keith's Electric Motor & Tool Co,, 515 Wilson Street 
Walker Electric Inc., 206 N.W. 10th Ave. 


PENNSYLVANIA 
MECHANICSBURG 1705! 


NEW HOLLAND 17557. . 
PHILADELPHIA 1913: 
PITTSBURGH 15201 


Power Tool Service, 38 W. Allen Street 
...-Mota-Fast Corp., Rd. 3, Route 23 
.J & M Power Tools, 2505 E. Venango St. 
.United Electric Motors, 5739 Centre Ave. 


RHODE ISLAND 
PROVIDENCE 02903........ Schmidt Electric Co., Inc., 137 Chestnut St. 


SOUTH CAROLINA 
MAULDIN 29662... 


WALTERBORO 29488. 


Power Tool Service, Inc., Old Mill Rd. 


. Reade Electric Equipment Co., Inc. 
Air Base, Rt. 3—Box 44P 


COLUMBIA 29201........... Mann Electric Repair Co., 2909 Main Street 


TENNESSEE 
MEMPHIS 38126. 


NASHVILLE 37210. 


-Southern Electric Co., 812 Porter St. 
Allied Electric Motors, 939 4th Ave, S 


TEXAS 

AMARILLO 79105, ...G. E. Jones Electric Co., Inc., 208-14 North Polk St. 
DALLAS 75207. Commercial Parts, Inc., 2777-G Irving Blvd. 
HOUSTON 77003. I-T-S Rentals, Inc., 3003 Leeland Avenue 


SAN ANTONIO 78210. . Mueller Electric Tool Service, 1111 South Mary's 


UTAH 
SALT LAKE CITY 84101. . Electric Motor & Supply Co., 351 W. 4th South St. 
SALT LAKE CITY 84115. .H.K, Power Tool Service, Inc., 126 W. 2700 South 


VIRGINIA 

ALEXANDRIA 22301......... Jacron Sales, Inc., 1310 Mt. Vernon Avenue 
NORFOLK 23517... 2 s00c0ccc00 0005 Land Electric Co., 422 W. 22nd St. 
WASHINGTON 

SEATTLE 98109, Trace Electric Co., 1606 Dexter Ave. N. 
SPOKANE 99201. K &N Electric Motors, Inc., 217 W. Cataldo Ave. 
WISCONSIN 

NEW BERLIN 53151.............. J.D. Sales Co., Inc., 2415 S. 170th St. 


PHONE NO. 
(406) 259-6179 
(402) 341-2264 
(702) 384-5703 


(201) 862-8166 
(201) 624-0474 


(505) 255-2304 


(212) 328-1100 
(212) 277-8844 
(716) 823-1232 
(212) 937-1355 
(212) 255-0301 
(315) 475-7211 
(315) 735-6191 


(704) 332-8337 
(919) 273-6988 


(613) 621-2183 
(216) 881-2565 
(614) 294-4651 
(513) 222-6282 
(216) 788-7263 


(405) 235-9638 


(603) 344-1513 
(503) 226-6828 


(717) 697-8233 
(717) 656-2391 
(215) 289-2900 
(412) 362-4424 


(401) 421-3423 


(803) 288-8640 
(803) 538-5955 


(803) 252-7777 


(901) 774-4651 
(615) 259-3892 


(806) 372-5505 
(214) 631-1910 
(713) 225-2255 
(512) 222-0873 


(801) 328-2501 
(801) 487-9848 


(703) 836-4066 
(804) 625-0444 


(206) 284-3250 
(509) 328-3260 


(414) 782-2500 


AEG Power Tool Corporation U.S. Headquarters, Norwich, Connecticut 


POWER TOOL CORPORATION 
1 Winnenden Road, Norwich, CT 06360 
(203) 886-0151 
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AEG POWER TOOL CORPORATION AEG POWER TOOL CORPORATION AEG POWER TOOL CORPORATION 
10915-D Franklin Avenue 24-16 Jackson Avenue 915 Stanford Avenue 

Franklin Park, II]. 60131 Long Island City, N.Y. 11101 Los Angeles, Cal. 90021 

(312) 451-1393 (212) 937-1355 (213) 687-0744 
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